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ABSTRACT 


This thesis investigates the experimental heat exchanger performance in a neon 
filled thermoacoustic prime mover. The experimental approach is to measure the 
waveform and spectrum of the acoustic oscillations, as well as the relevant 
temperatures for heat exchangers 0.257, 0.569, and 0.82 cm in length. A temperature 
gradient is established across the stack by submerging the cold heat exchanger and 


cold end tube in liquid nitrogen and keeping the hot heat exchanger and hot end tube 


at ambient temperature. Measurements are made at various mean gas pressures 
ranging from 1.5 to 50 kPa and for various effective positions of the stack in the 
standing wave. Acoustic pressure amplitudes as high as 29% of mean gas pressure are 
generated by the prime mover. The primary experimental controls over heat 
exchanger performance are the various heat exchanger lengths mentioned above, and 
the control of the thermal penetration depth, which decreases with increasing mean 
gas pressure. Results indicated that the prime mover can generate peak-to-peak 


displacement amplitudes that are much longer than the heat exchanger lengths. 
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I. INTRODUCTION 


There are two types of thermoacoustic engines: heat pumps and prime movers 
[Refs 1-4]. A thermoacoustic heat pump uses a high amplitude acoustic standing 
wave to transport (or pump) heat along the boundary of a plate situated in the 
standing wave. The acoustically generated heat flow produces a thermal gradient 
across the plate. Acoustic energy is converted into stored thermal energy, which in 


turn can be used for other practical applications. 


Thermoacoustic prime movers convert stored thermal energy into useful work in 
the form of sound. Such a device is the subject of this thesis. An example of a prime 
mover is shown in Figure 1. This particular configuration is referred to as the "Hofler 
Tube," described elsewhere [Ref 2]. The prime mover configuration consists of a stack 
of plates, called the prime mover stack (from here on referred as "the stack"), which is 
in thermal contact with two heat exchangers. In this thesis, the two heat exchangers 
are called the hot and cold heat exchangers. One end of the stack is held at ambient 
(or hot) temperature, and the other end of the stack is held near liquid nitrogen (or 
cold) temperature. The stack and heat exchangers are part of an acoustic resonator. 
The assembly consisting of a stack, heat exchangers, and a resonator is called a 


thermoacoustic prime mover. 


Thermal energy is stored in the prime mover by imposing a temperature 
difference across the stack. In order for the prime mover to produce net positive work 


(i.e., to produce sound), the amount of stored energy converted to sound must exceed 


Cold Heat Exchanger 


Hot Heat Exchanger 
Cold End 


Hot End 
Open End 


Prime mover Stack 


Closed end 


Figure 1- Hofler Tube 
Configuration 





the amount of acoustic energy dissipated by losses within the prime mover. The 
dominant loss mechanisms are thermal and viscous losses at the resonator walls, stack 
surface, and heat exchanger surfaces. The prime mover reaches "onset" when the 
temperature difference across the stack is sufficient for the prime mover to generate 
and sustain detectable levels of sound. Typically, the steady state acoustic pressure 


amplitudes are 1 to 10% of the mean gas pressure. 


The main purpose of this thesis is an experimental investigation of heat 
exchanger performance in a thermoacoustic engine. A prime mover is chosen as a 
vehicle for these heat exchanger experiments partially because improving the 
performance of the thermoacoustic prime movers is valuable in its own right, but 
primarily because achieving the desired high level acoustic amplitudes and gas 
displacement amplitudes in a thermoacoustic refrigerator is a formidable engineering 
challenge. Achieving large gas displacement amplitudes with prime movers is 
generally much simpler, if sufficient amounts of heat can be sourced and sinked at the 
heat exchanger. It is hoped that the lessons learned in these experiments, will also be 


applicable to thermoacoustic refrigerators. 


The prime mover is filled with low pressure neon gas to allow for low thermal 
heat flux at high pressure ratios (P,/P,,). The neon gas in the prime mover is 
pressurized to approximately 1.5, 8.8, 10.9, 27.6, and 50 kPa. A temperature gradient is 
established across the stack by keeping the cold heat exchanger submerged in liquid 
nitrogen and the hot heat exchanger at ambient temperature. To determine the heat 
exchanger performance, the spectrum of acoustic waveform at steady state, the 
acoustic pressure amplitude, and the temperature at strategic locations in the prime 


move are measured for each heat exchanger length at the indicated mean pressures. 


II. THEORY 


This chapter contains a discussion of some theoretical aspects of heat exchanger 
performance. The first part is a summary of relevant parts of Swift's review article 


[Ref 1] and Figure 2 is taken from this article to briefly show Swift's arguments. 


Heat exchangers are required in thermoacoustic engines to supply and extract 
heat to and from the ends of the stack. Figure 2.à shows one plate, cross-hatched, 
with heat exchangers at each end labeled Tj, and T, . Figure 2.a shows five parcels of 
fluid near the plate, and their extreme positions. Thus, (a) and (a’) represent, 
respectively, the maximum expanded and maximum compressed positions of parcel 
(a), and similarly for (b) and (b^, (c) and (с), (d) and (d^, and (e) and (e^. The 
articulated cycle for the typical "midplate" parcel (a) consists of a rapid adiabatic 
motion (1-22) from (a) to (a^), a wait (2-23) at (a’) for thermal equilibrium with the 
plate, a rapid adiabatic motion (3->4) from (a’) to (a), followed by a wait (4-21) again 


for thermal equilibrium. 


One result of this cycle is a time-averaged hydrodynamic transport of heat along 
the direction of acoustic oscillation. For clarity in Figure 2.a, the parcels are drawn 
nonoverlapping, but in reality (a’) and (b), or (d’) and (a) occupy the same locations. 
It is easy to see that, at midplate locations, the time-averaged heat transfer from fluid 
to plate is zero; for instance, the dQ delivered to the plate by (a) is removed from the 


plate a half-cycle later by (d’). 


Now, observe what happens at the ends of the plate near the heat exchangers. 
For example, consider parcel (c), which makes thermal contact with the heat 
exchanger at point (c) of its cycle but is out of thermal contact at location (c’). After 


compression (1->2), the parcel is hotter at (c’) than it was at (c), by the peak-to-peak 


adiabatic temperature oscillation, but it has no means at (c’) to thermally relax. 
Moreover, nothing happens to it during the waiting period (2->3), so on 
decompression (3->4) it comes back at (c) to the same temperature that it had at (1). 
Parcel (c) just idles, not contributing to any time-averaged heat flow, even though it is 


hotter at (c’) than at (c). 


Hence, there is no compensating heat flow from (c) to match the dQ removed by 
(b’) from the heat exchanger at T; . In this simple picture, dQ is extracted from the 
reservoir at T; by (b^, passed on down the plate in successive cycles by successive 


parcels, and then rejected to the reservoir at T, by (d). 


It is understood from these simple arguments that the heat exchanger should 
have a length of about twice the displacement amplitude, 5,, , of the gas parcel at the 
heat exchanger. The displacement amplitude is derived by using the Mach number 


relation, 





The local peak displacement amplitude is given by, 


Cpe Go SICK Xp. ). 


For this experiment, it is assumed that kx,, « 1 which allows for the approximation 
that &x =&, kx,,. Now, using the Mach number relation and the peak displacement 


amplitude relation, the local displacement amplitude equation is given by, 
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Figure 2.b shows a heat exchanger that is longer than 25,,. In that case, there are 
some parcels of fluid that contact only the heat exchanger, at both extremes of their 
positions, so that they perform no useful function. Their presence is purely 


dissipative, by virtue of both viscous and thermal processes. 


On the other hand, Figure 2.c shows a heat exchanger that is shorter than 25,,, so 
that there are parcels that "jump" from the plate to well past the heat exchanger, and 
contact the heat exchanger only for a very short time. Such parcels are, in Swift's 


estimation, ineffective in carrying heat to and from the heat exchangers. 


This is because Swift assumes that a thermal boundary layer of gas exits between 
the parcel and the plate, and that this boundary layer represents too large of a 
thermal impedance for a significant amount of heat to diffuse through the boundary 
layer in such a short time. However, Hofler has proposed a simple heuristic model 
[Ref 5] that suggests that a heat exchanger can be both thermally effective and short 
in the longitudinal direction Ax,, « 2&,,, if the plate separation, in the transverse 


direction, is comparable to a thermal penetration depth 2y, = 6,. 


The model begins with a number of simplifying assumptions. Gas viscosity and 
compressibility are ignored as are the details of the thermal contact between the stack 
and the gas parcels. The latter issue is complicated by the fact that the stack has a 
longitudinal temperature distribution T(x). The thickness of the plates is assumed to 
be negligibly small. Referring to Figure 3, we will also assume that there is a 
discontinuity in the temperature T(x), between the end of the stack and the beginning 


of the heat exchanger plates. 


Furthermore, the attention focuses on the second gas parcel from the top of 
Figure 3, which is the parcel with the shortest dwell time, tp, in the heat exchanger. 
This is the shortest dwell time because the parcel has its peak velocity at the center of 
its excursion, Or approximately tp=Avx,,/@ &,,. This particular parcel is important 


because it has the poorest thermal contact with the heat exchanger. 





Figure 2.a- A set of oscillating fluid parcels about a thermal penetration 
depth from one plate of a thermoacoustic engine, with 
exchangers as its ends. 
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Figure 2.b- If the heat exchanger is too long, the parcel of fluid shown 
merely shuttles heat from one part of the heat exchanger 
to another, absorbing work. 
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Figure 2.c- If the heat exchanger is too short, the chain of parcels shown 
has no source of heat. 
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Figure 3- Parcel movement in short and 
narrow heat exchangers. 


The question of thermal effectiveness can be stated thus: How long does the 
parcel have to remain in the heat exchanger to thermally equilibrate with the 
exchanger plates? It is important to note that perfect thermal equilibration is probably 
not a sensible goal, because this will require long heat exchangers, such as those in 
Swift's analysis. 

Long heat exchangers are not desirable because high acoustic dissipation is 
incurred. A more sensible goal might be 90% thermal equilibration. That is, the final 
temperature of the gas parcel after passing through the exchanger is different from 
that of the exchanger by an amount that is only 10% of the temperature discontinuity 
in T(x). 


The problem can be recasted from one of a static temperature distribution in the 
plates and moving gas parcels, to one of a stationary slab of gas having a time 
dependent temperature at its boundaries. In Figure 4, it is assumed that the 
temperature of the slab boundaries has a step discontinuity in the temperature at time 


t=O and lets the gas thermally equilibrate for a time equal to the dwell time, tp. 


The solution to the ratio of the gas temperature to the boundary temperature, 
averaged over the slab, can be found in a standard text [Ref 6]. This solution is 
indicated by the solid curve in Figure 5, where a y-axis value of one represents perfect 
equilibration, and the x-axis values are normalized time, tT=xtp jo If the 
approximate value for the dwell time is substituted into the expression for т, апа (һе 


definition for the thermal penetration depth, 8, = Y2%/0 , is used to obtain, 


recede L by р. 


The solid curve represents the amount of equilibration after one pass through the 


exchanger and the long dash curve represents the amount of equilibration after two 





Inside the HX 


t=0 


Figure 4- Temperature distribution in stationary plate. 
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passes, in one acoustic cycle. This assumes that the gas parcels are doing nothing 
when they are not in contact with either the stack or the heat exchanger. That is, they 


are thermally static. 


In fact, the temperature of the gas parcels may be stratified in the transverse 
direction after one pass through the exchanger and they will be thermally 
equilibrating with their nearest neighbors. The short dash curve assumes perfect 
equilibration of the gas with itself, in between the first and second passes. The true 


solution will lie somewhere between the two dashed curves. 


Note some values of equilibration versus t. For t = 0.25, the equilibration is 
about 77%; for t =0.5, the equilibration is about 93%; and for t =0.75, the equilibration 
is about 98%. In Figure 6, the hatched area indicates the range of parameters 
y,/5, and &,,/Ax,,, for which the worst case of thermal effectiveness is between 77 
and 93%. Short heat exchangers with 5,,/Ax,, in the range of 4 to 8 can be thermally 


effective if y,/5, isin the range of 0.75 to 0.5. 
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8 





Figure 6- Curves of thermal effectiveness. 


III. EXPERIMENTAL APPARATUS, INSTRUMENTATION, 
AND PROCEDURE 


The primary goal of this thesis is to measure the pressure ratio, the steady state 
spectrum waveform, and temperatures at various locations in the prime mover. Figure 
7 shows an overview of the main components of the prime mover. The prime mover 
is specifically designed to generate very high pressure ratios. Notice that the lower 
part of the drawing is not to scale. Detailed engineering drawings are found in 


Appendix A. 


A. THE THERMOACOUSTIC PRIME MOVER 


1. Hot End Tube Assembly 


The hot end assembly consists of the tube, attachment plate, and an assembly 
consisting of an end-cap, end-cap clamp, and movable plunger. The upper copper 
tube (see A-1) is 3.81 cm I.D. and 22.018 cm long. The lower end of the tube is fitted 
with a 7.366 cm O.D., 3.81 cm I.D. and 0.9525 cm long copper attachment plate (see 
A-2) that has eight radial holes to be used as thermocouple feed-throughs to the 
inside of the prime mover. The attachment plate has a groove for an O-ring and eight 


holes used to bolt the assembly to the hot heat exchanger and stack holder. 


The upper end of the tube is fitted with an assembly consisting of an end- 
cap, end-cap clamp, and movable plunger. The copper end-cap (see A-3) fits into the 
copper tube and is held in place by a control rod threaded in a 6061-T6 Aluminum 
clamp (see A-4). The end-cap has three holes that allows free passage for the control 
rod, a transducer cable, and a 0.3175 cm copper gas line that attach to the movable 


plunger. 
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The copper movable plunger (see А-5) іѕ 3.81 ст іп diameter and 
1.27 cm long. The holes for the transducer and the copper line are bored through the 
plunger to provide access to the interior of the prime mover. The plunger has a 
groove for an O-ring. The copper gas line is soldered into the hole. A copper-nickel 
capillary tube of 0.025 mm O.D. is inserted and soldered inside the 0.3175 cm copper 


gas line. The capillary provides a high impedance to the acoustic pressure oscillations. 


The total internal length of the hot end tube assembly from the top most 


position of the plunger face to attachment plate bottom is 21.64 cm. 


2. Hot Heat Exchanger Assembly 


The assembly consists of hot heat exchanger, hot heat exchanger holder, hot 
heat exchanger heater collar, and spacers (if necessary). The purpose of the hot heat 


exchanger is to supply heat to the stack. 


The copper heat exchangers (see A-6) are 3.924 cm in diameter and have 
lengths of 0.257, 0.569, and 0.82 cm. Each plate within the heat exchanger is 
0.0292 cm thick. The plate gap is 0.0584 cm. The heat exchangers are soldered into the 
heat exchanger holder. 

The heat exchanger holders (see A-7) are 7.366 cm O.D., 3.924 cm I.D., and 
0.953 cm long. There is an O-ring groove in the side facing the stack. For the 0.257 
and 0.569 cm heat exchangers, bronze spacers (see A-8) are used to support the heat 
exchangers flush with the side of the heat exchanger holder facing the stack. 

The hot heat exchanger heater collar (see A-9) is made of copper and bolted 
onto the hot heat exchanger holder. It has a 7.37 cm I.D. and is 0.953 cm long. There 
are two 0.625 cm diameter holes fitted to hold two heater cartridges [Ref 7], used to 


maintain a constant hot heat exchanger temperature. 
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3. Stack Assembly 


The prime mover stack assembly consists of the stack and the stack holder. 
The stack (see A-10) is made of polyester film of gauge 0.01 mm and 114.2 cm long. 
The film is rolled spirally around a phenolic core 0.635 cm in diameter and 
2.529 cm long. The polyester film is separated by 0.851 mm diameter fishing line. The 
total spiral stack is 2.553 cm long, 3.772 cm O.D. and has a total surface area 
of П Ах = 583 ст?. 


The 304 stainless steel stack holder (see A-11) is 2.576 cm long and 
3.772 cm I.D. The stack holder is 0.22 mm longer than the stack creating a 0.11 mm 
gap on each side of the stack inside the holder. The stack holder has eight 8-32 
machine screw holes in each flange to attach the assembly consisting of the hot end 
tube and hot heat exchanger on one side and the assembly consisting of the cold end 


heat exchanger and cold end tube on the other. 


4. Cold Heat Exchanger Assembly 


In order to impose a temperature gradient across the stack, the cold heat 
exchanger is employed to remove heat from the stack and maintain one end of the 
stack close to liquid nitrogen temperature. The cold heat exchanger assembly is similar 
to the hot heat exchanger assembly, except that the cold heat exchanger (see A-12) 
holder has no O-ring groove. The cold heat exchanger is sealed by using a 
0.03 cm thick teflon gasket in the stack side of the cold heat exchanger holder and a 
0.17 cm lead wire diameter gasket in the cold end tube side of the cold heat exchanger 


holder. 
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5. Cold End Tube Assembly 


The purpose of the cold end tube assembly is to provide a cold heat sink to 
the cold heat exchanger, determine the acoustic length, and to eliminate harmonics in 
the acoustic pressure waveform. It consists of a cold heat exchanger skirt, lower 
reducer flange, a 3.175 cm I.D. lower tube section, a cold end reducer, a 5.08 cm I.D. 


lower tube section, a lower tube end-cap, and an prime mover dewar support. 


The purpose of the cold heat exchanger copper skirt (see A-13) is to provide 
a cold heat sink and to support the prime mover on the dewar. The skirt is 
7.19 cm long. It has a 7.62 cm I.D. and 8.89 cm O.D. One end is bored to 8.64 cm I.D. 
and 4.763 cm deep to provide a lip to solder on to.the lower reducer plate. The skirt 
has six 2.54 cm by 2.54 cm equally separated flat faces with 0.188 cm diameter holes 
to attach copper skirt fingers (see A-14) to increase the cold heat sink area. A 304 
stainless steel dewar support plate (see A-15) is attached to the cold heat exchanger 
end of the skirt. 


The purpose of the lower reducer copper flange (see A-16) is to provide the 
first change in diameter to eliminate the harmonics in the waveform and to conduct 
the liquid nitrogen temperature to the cold heat exchanger. The flange is 
2.563 cm long and has a 7.72 cm O.D. The inside diameter starts at 3.797 cm on the 
face towards the cold heat exchanger and reduces to 3.23 cm. The plate is bored to 
3.49 cm I.D. and 0.508 cm in depth to provide a lip to solder on to the 3.175 cm I.D. 


lower tube. 


The 3.175 cm I.D. lower end copper tube (see A-17) is 26.99 cm long and has 
a 3.49 cm O.D. One end of the tube is soldered to the lower reducer flange and the 
other end to the cold end reducer. The purpose of the cold end copper reducer (see 
A-18) is to join the 3.175 cm I.D. lower tube to the 5.08 cm I.D. lower tube and 
provide the second diameter change to eliminate the harmonics. The cold end reducer 


is 2.95 cm long. 
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The 5.08 cm I.D. lower end copper tube (see A-19) is 19.3 cm long and has a 
5.595 cm O.D. The lower tube copper end-cap (see A-20) is soldered to the 
5.08 cm I.D. lower tube. It is 1.016 cm long. It has a 5.395 cm I.D. and 5.76 cm O.D. 


B. INSTRUMENTATION 


Figure 8 shows the overall measurement set-up utilized in this experiment. 


1. Temperature Measurement Equipment 


Figure 9 shows the placement of the ten type E thermocouples (T/C) in the 
prime mover. These T/C are connected to the temperature scanner [Ref 8] which is 
connected to a printer [Ref 9] that provides printouts of all thermocouple readings. 
Each heat exchanger assembly has a T/C soldered at the center of the longest heat 
exchanger plate, the inside heat exchanger wall and the outside heat exchanger 
holder wall These points are chosen to provide a temperature map of the heat 
exchanger behavior in the radial direction. The T/C at the ends of the stack are placed 
there for two reasons: to provide an axial temperature measurement across the stack, 
and to provide an axial temperature measurement between the stack and center of the 


heat exchangers. The rest of the T/C are used to monitor resonator temperatures. 


2. Temperature Control Equipment 


Control of the hot heat exchanger is achieved by a digital temperature 
controller [Ref 10], heater cartridges, and a power supply amplifier [Ref 11]. The 
reference temperature for the temperature controller is taken from a type J T/C placed 
between the hot heat exchanger holder and the heater clamp. The signal is processed 
and is sent via the temperature controller's 10 volt DC analog output to the mono 


input in the power supply amplifier. 
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Figure 8 - Measurement Set-up 
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Power to the heater cartridges is provided by the output of the power supply 
amplifier. The heater cartridges are inserted into the copper heater collar. Once steady 
state thermal conditions are achieved in the experiment, the current and voltage 
delivered is approximately constant in time and can be measured in order to 
determine the heater power. We do not have a complete set of heater power 
measurements, because the heater controller circuitry was modified during the course 


of the experiment. 


3. Pressure Measurement Equipment 


The pressure amplitudes inside the prime mover are measured with a 
piezoresistive transducer [Ref 12] with a sensitivity of 16.38 mV /psi. The transducer is 
located on the prime mover plunger. The transducer senses absolute pressure and its 


zero offset was calibrated on a turbomolecular pump high vacuum system. 


The transducer measures the mean pressure as a DC signal and the acoustic 
pressure amplitude as an AC signal, simultaneously. The transducer output is sent to 
a DC coupled preamplifier with a gain of 10 and a 32 kHz low-pass output filter. This 
output signal is split. One output is connected to channel 1 of the signal analyzer [Ref 
13]. The signal analyzer displays the waveform and frequency spectrum of the AC 
component of the signal. These results are plotted on the color plotter [Ref 14]. The 
second output from the preamplifier is filtered to obtain a DC signal component by 
passing through a low-pass filter with a 0.033 pF capacitor and 510 kQ resistor. This 
DC voltage signal is then measured with the multimeter [Ref 15]. This allows the 
pressure ratio, P,/P4, to be accurately measured with which gas displacement 


amplitudes, £, can be calculated. 


С. PROCEDURE 


Two main modifications were made to the original straight bore prime mover 
design to achieve the desired experimental characteristics. The first modification was 
to reduce the harmonic distortion in the resonator. The second modification was to 


improve the heat flow within the prime mover parts. 


As discussed at the beginning of this chapter, the primary goal is to measure the 
pressure ratio, temperatures, and steady state spectrum for three heat exchanger 
lengths. The measurement technique employed is to drive the prime mover by placing 
as big of a temperature gradient as possible across the stack at specific mean 
pressures. The design goal is to have the temperature gradient be nearly equal for all 
measurements. The three different heat exchanger lengths serve to vary E/Ax, and the 
differing mean pressures, change à, and thus vary y,/6,. The measurements consisted 


of two phases: prime mover below onset and above onset. 


1. Harmonic Distortion Suppression 


The experiment was started using a straight bore resonator of 3.81 cm in 
diameter. However, the harmonic distortion was unacceptable as shown in Figure 10. 
There was a severe discontinuity in the waveform that produces the multiple 


harmonics observed in the frequency spectrum. 


Large amounts of harmonic distortion of driven plane standing waves in 
constant bore tubes is common at higher amplitudes. This readily occurs when 
driving at the fundamental frequency because the higher modes of the tube have 
frequencies that are nearly integer multiples of the fundamental. Any distortion 
component contained in the drive waveform or arising from nonlinear propagation of 
the wave in the tube can coincide with one of the higher mode resonant frequencies 


and be "amplified" by the quality factor of that mode. 
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More advanced theories for this type of waveform distortion suggest that 
there is an interaction between the first and second harmonics that generates the third 
harmonic, and so on; the acoustic energy cascades up to the higher frequencies. If this 
is true, then by modifying the interaction between the first and second harmonics, all 


of the higher harmonics may be suppressed. 


This can be accomplished by shifting the frequency of the second mode 
relative to the first so that it is not exactly a factor of two higher. Changes in the cross 
section of the tube can produce this type of frequency shift, and can be very effective 
in suppressing harmonic distortion. This type of approach has been used for 
conventional piston driven tubes and thermoacoustically driven prime movers [Ref 
16]. However, the thermoacoustic prime mover is unique in that it may spontaneously 
oscillate at a higher mode as well as at the fundamental. Whether or not this can 
occur, is an issue that is distinct from the issue of acoustic energy cascading to higher 


modes and suppression by frequency shifting. 


À computer model for the thermoacoustic heat engines has been developed 
by Hofler based on the linear ordinary differentials equations of Rott [Ref 3]. This 
model has recently been improved to handle tubes with arbitrary cross-section 
correctly. This was used to propagate acoustic wave solutions from a starting point at 
the plunger, through the resonator having both a temperature distribution and a 
cross-section profile, and stopping at the cold termination. Àn arbitrary frequency is 
assumed at the beginning. While the acoustic boundary conditions are properly 
matched at the rigid plunger initially, the final boundary conditions at the cold 
termination are not generally satisfied because linear equations are being used to 


model a nonlinear system. 
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At the rigid cold termination, the calculated acoustic work flow is generally 
not zero (as it must be in a real system) and this quantity can be interpreted as a 
thermoacoustic drive result. If it is positive, then the system will spontaneously 
oscillate at that modal frequency and if it is negative, then the mode will be damped. 
The frequencies of the modes can be determined by a peak in the magnitude of the 
acoustic impedance or by the imaginary part (i.e., the reactive part) of the impedance 


going to zero. 


A frequency sweep of this type of computation is shown in Figure 11 for the 
prime mover with 3.81 cm and 3.17 cm bores. The first three modes can be seen from 
the solid curve representing the impedance magnitude. Note that the frequency of the 
second mode is somewhat higher than twice the first, although the frequency of the 
third mode is about three times the first. The height of the peaks is not important. 
The dashed curve shows that the work flow is positive for both the first and second 
modes, but negative for the third. This means that there will be substantial second 


harmonic distortion regardless of the frequency of the second mode. 


To speed up the computational investigation, only the results at the peaks of 
the first three modes was generated. The frequencies of the first three peaks and work 
flows at those frequencies were generated for various resonator geometries having the 
original 3.81 cm and 3.17 cm diameters, but with a new larger third diameter at the 
cold end. The diameters investigated were 3.81, 4.45, and 5.08 cm. The length of the 


new tube section was a second variable. 


These results are shown in Figure 12. The x-axis is the frequency normalized 
with respect to the fundamental. The two 4.45 cm diameter data points represent 
different lengths. Note that while both the 4.45 and 5.08 cm diameter tube segments 
shift the frequencies of the second and third modes substantially, only the 5.08 cm 
diameter tube segment causes the work flow to be negative at the second mode. If the 
second mode is damped and its frequency is substantially shifted from twice the 


fundamental, the harmonic distortion should be substantially suppressed. 
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Figure 11 - Impedance and work flow at cold termination. 
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Figure 12 - Modes with three cold end diameters. 
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From the computer simulation results, geometric changes were done in the 
prime mover to reduce the harmonic distortion. First, the cold end resonator diameter 
was reduced from 3.81cm to 3.17cm. The waveform and frequency spectrum 


remained basically unchanged from the straight bore configuration. 


The next step was to have two changes in the diameter of the cold end from 
3.81 ст to 3.17 cm and back to 3.81 cm. This new geometry generated the sound 
waveform and spectrum shown in Figure 13. The discontinuity in the waveform was 


less dramatic in this prime mover configuration. 


The final configuration used for this experiment is the one shown in Figure 
3 of Chapter III, where the diameter of the resonator was decreased from 3.81 cm to 
3.17 cm. and then increased to 5.08 cm. Appendix B shows the smooth sinusoidal 
waveforms and the spectra of the sound generated by the prime mover above onset at 


a 8.128 cm plunger position. 


2. Heat Flow Modifications 


The goal was to have the cold and hot heat exchanger temperatures to 
remain constant through this experiment. However, after the first experimental trial, it 
was observed that the heat exchanger temperatures were not constant. As a result, 
several modifications were performed. Again, drawings and specifications for the 


prime mover parts are provided in Appendix A. 


Originally, heat was supplied by a nozzle heater clamped around the hot end 
tube just above the attachment plate. This heater was replaced with a heater collar 
clamped around the hot heat exchanger holder. This provides a constant supply of 
heat source going into the prime mover. The conductance of heat is improved by 
applying a silicone heat sink compound [Ref 17] at the side of the hot heat exchanger 
holder that faces the upper attachment plate. This modification worked fairly well in 


keeping the hot end of the prime mover at close to ambient temperature. 
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The heat flow into the cold heat exchanger was improved by increasing the 
surface area in contact with the liquid nitrogen. The cold heat exchanger copper skirt 
was modified to fit four copper skirt fingers. The conduction between the fingers and 
the skirt is improved by applying silicone heat sink compound between them. The 
thermal conductance between the cold heat exchanger holder and the lower reducer 
flange is improved by replacing the original teflon gasket with a conducting lead wire 


that is crushed between the two flanges. 


Lastly, the stack holder is insulated from the ambient air and the hot end of 
the prime mover. The hot end tube and hot heat exchanger assemblies are insulated 
from the stack holder by wrapping them with fiberglass cloth. This increases the heat 
flux going into the hot heat exchanger, instead of the environment. Also, the cold end 
of the prime mover is insulated from the stack and the hot end of the prime mover by 
covering the dewar support and cold end skirt exposed to the environment with 


fiberglass cloth. 


3. The Prime Mover Below Onset 


The first phase of this experiment consists of measuring the thermal load of 
the prime mover below onset. Figure 14 shows the gas tubing schematic. The prime 
mover is pumped down using the vacuum pump to approximately 7 kPa and filled 
back with neon to approximately 110 kPa. This procedure is performed three times to 


ensure the gas inside the prime mover is substantially pure neon. 


The prime mover is then pumped down to approximately 1.5 kPa. The prime 
mover is below onset at this pressure. The hot heat exhanger electric heater 
temperature is set at 25 "C and the dewar is filled with liquid nitrogen. The hot end 
tube assembly and the hot heat exchanger collar are insulated from the room 


environment by covering it with fiberglass cloth. After thermal equilibrium is reached, 
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the prime mover temperatures are obtained from the temperature scanner. This 
procedure is repeated for each heat exchanger length. Also, the electric power 
delivered to the heater can be measured with zero thermoacoustic heat transport. This 


power represents a nuisance heat leak to the colder parts below. 


4. The Prime Mover Above Onset 


The second phase consists of measuring the temperatures, the pressure ratio, 
and steady state waveform for two plunger positions at four mean pressures above 
onset. The hot heat exchanger electric heater temperature is set to 35 ёс, so at higher 
mean pressures the temperature in the wall of the hot heat exchanger does not drop 
below freezing. The plunger positions are measured from lower face of the plunger to 
the hot end of the stack. The two plunger positions used are 8.13 cm and 10.66 cm. 
The pressure is increased by using the low pressure flow valve to gradually fill the 
prime mover with neon to the selected pressures. The measurements are taken at 


mean pressures of approximately 8.8, 10.9, 27.6, and 50 kPa. 


After the prime mover reaches steady state, the prime mover temperatures 
are obtained from the temperature scanner. The acoustic pressure amplitude and 
steady state frequency response are obtained from the signal analyzer. The mean 
pressure is obtained from the multimeter. This procedure is repeated for each heat 


exchanger length. 
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IV. RESULTS AND DISCUSSIONS 


The results of the experiment are presented and discussed in this chapter. The 
results for the pressure ratios, the temperatures, the penetration depths, and the 
displacement amplitudes generated in the prime mover are presented for each heat 


exchanger length. 


Figure 15 shows the ratio of the acoustic pressure amplitude of the fundamental 
component to the mean gas pressure in percent versus mean gas pressure for each 
heat exchanger length at two plunger positions. Table 1 shows the temperatures in the 
prime mover for each heat exchanger length at the selected experimental mean gas 
pressures for two plunger positions. Figure 16 shows the ratio of the center hot heat 
exchanger temperature to the center cold heat exchanger temperature versus mean gas 
pressure for each heat exchanger length. Figures 17 and 18 show the ratio of the heat 
exchanger and stack half plate separation to the thermal penetration depth versus 
mean gas pressure for each heat exchanger length. Figure 19 shows the ratio of the 
peak displacement amplitude at the midpoint of the element to the stack and heat 


exchanger length versus mean gas pressure for each heat exchanger length. 


A. THE 0257 cm HEAT EXCHANGER 


The first mode acoustic pressure amplitudes are 1.082, 1.791, 5.366, and 8.84 kPa 
at mean gas pressures of 8.794, 10.92, 27.62, and 50.12 kPa, respectively. As shown in 
Figure 15, these amplitudes correspond to 12.3, 16.5, 19.4, and 17.6% of mean gas 
pressure. The first mode acoustic pressure amplitudes for a 10.688 cm plunger 
position are 0.749, 1.532, 5.021, and 8.05 kPa at mean gas pressures of 8.69, 10.81, 
27.44, and 49.7 kPa, respectively. As shown in Figure 15, these amplitudes correspond 
to 8.62, 14.2, 18.3, and 16.2% of mean gas pressure. 
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From Table 1, the temperature differences across the stack vary from 172.7 to 
Zu c, from the lowest to the highest mean gas pressure. These temperatures 
correspond to temperature differences from the wall to the center of the cold heat 
exchanger of 2.4 to 92 C and temperature differences from the wall to the center of 
the hot heat exchanger of 3.9 to 32.5 ЁС: 

As shown by Figure 16, the T,/ T, ratios change from 3.51 to 2.02 for a 
8.128 cm plunger position. This represents a T, / T, ratio decrease of 42% from the 
lowest to the highest mean gas pressure. The T, / T, ratios change from 3.53 to 1.97 
for a 10.688 cm plunger position. This represents a T, / T, ratio decrease of 44% from 


the lowest to the highest mean gas pressure. 


For purposes of reducing the experimental data, the thermal penetration depth is 


obtained for each pressure and frequency by using Equation [2], 


“АЕ a 
rf pc, 


Now, the relation pc, = у P,4,/ T, (y — 1) and T,, 2 296 K are substituted into Equation 
[2] to obtain, 


K (Y — Т) Гн 


wa) = л / ҮР, 


13) 


For neon at 296 K, x = 0.0493W/m K. Then the thermal penetration depth is obtained 
for each temperature, for its respective pressure and frequency, by using Equation [4], 
(1 + B) 
6,Т,,) -6,(96К)(Т, /296) 2 . [4] 
For neon, p - 0.66. 


From Figure 17, the y,/d, ratios for the cold heat exchanger change from 0.638 to 
1.066. The thermal penetration depth change is caused by the decreasing T, / T, ratio 
and the increasing temperature in the cold heat exchanger with increasing mean 


pressure. This represents a y,/8, ratio increase of 67% from the lowest to the highest 
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mean gas pressure. The y,/6, ratios for the hot heat exchanger change from 0.224 to 
0.594. This represents a y,/5, ratio increase of 165% from the lowest to the highest 
mean gas pressure. From Figure 18, the y,/à, ratios for the stack change from 0.56 to 
1.234. This represents a y,/d, ratio increase of 120% from the lowest to the highest 


mean gas pressure. 


The displacement amplitude is calculated using Equation [2]. From Figure 19, the 
Enx/ A Xp, ratios for the cold heat exchanger change from 3.11 to 4.45, from the lowest 
to the highest mean gas pressure. The peak displacement amplitudes are as much as 
five times the heat exchanger length! For the hot heat exchanger, the 
Enx/ A Xp, ratios change from 2.25 to 3.21, from the lowest to the highest mean gas 
pressure. Note: the peak displacement amplitudes are as much as three and one-half 
times the heat exchanger length! For the stack, the €,/ A x, ratios change from 0.27 
to 0.39, from the lowest to the highest mean gas pressure. The peak-to-peak 
displacement amplitudes, except for the lowest pressure, are nearly as long as the 


stack length! 


B. THE 0.569 cm HEAT EXCHANGER 


The first mode acoustic pressure amplitudes are 0.398, 1.21, 4.65, and 9.0 kPa at 
mean gas pressures of 8.82, 10.91, 27.81, and 50.16 kPa, respectively. As shown in 
Figure 15, these amplitudes correspond to 4.5, 11.1, 16.7, and 17.9% of mean gas 
pressure. The first mode acoustic pressure amplitudes at a 10.688 cm plunger position 
are 0.885, 3.32, and 7.46 kPa at mean gas pressures of 10.77, 27.42, and 49.53 kPa, 
respectively. As shown in Figure 15, these amplitudes correspond to 8.2, 12.1, and 


15.1% of mean gas pressure. 
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From Table 1, the temperature differences across the stack are from 186.3 to 
654 C, from the lowest to the highest mean gas pressure. These temperatures 
correspond to temperature differences from the wall to the center of the cold heat 
exchanger of 0.6 to 28.5 C and temperature differences from the wall to the center of 


the hot heat exchanger of 0 to №4 С. 


As shown by Figure 16, the T, /T, ratios change from 3.59 to 1.67 for a 
8.128 cm plunger position. This represents a T, / T, ratio decrease of 53% from the 
lowest to the highest mean gas pressure. The T, / T, ratios change from 3.70 to 1.62 
for a 10.688 cm plunger position. This represents a T, / T, ratio decrease of 56% from 


the lowest to the highest mean gas pressure. 


From Figure 17, the y,/6, ratios for the cold heat exchanger change from 0.645 to 
0.872. This represents a y,/5, ratio increase of 35% from the lowest to the highest 
mean gas pressure. The y,/6, ratios for the hot heat exchanger change from 0.223 to 
0.574. This represents a y,/6, ratio increase of 157% from the lowest to the highest 
mean gas pressure. From Figure 18, the y, /à, ratios for the stack change from 0.559 to 
1.154. This represents a y,/ó, ratio increase of 106% from the lowest to the highest 


mean gas pressure. 


From Figure 19, the &,/ A x;, ratios for the cold heat exchanger change from 
0.523 to 2.08, from the lowest to the highest mean gas pressure. The peak 
displacement amplitudes are as much as two times the heat exchanger length. For the 
hot heat exchanger, the &,,/ A x,, ratios change from 0.373 to 1.484, from the lowest 
to the highest mean gas pressure. The peak displacement amplitudes are as much as 
one and one-half times the heat exchanger length. For the stack, the €,/ A x, ratios 
change from 0.099 to 0.396, from the lowest to the highest mean gas pressure. The 
peak-to-peak displacement amplitudes, except for the lowest pressure, are as long as 


the stack length. 
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C. THE 0.820 cm HEAT EXCHANGER 


The first mode acoustic pressure amplitudes are 0.74, 1.944, 7.07, and 13.68 kPa at 
mean gas pressures of 8.814, 10.898, 27.62, and 49.95 kPa, respectively. As shown in 
Figure 15, these amplitudes correspond to 8.39, 17.8, 25.5, and 27.3% of mean gas 
pressure. The first mode acoustic pressure amplitudes at a 10.688 cm plunger position 
are 1.385, 6.355, and 11.36 kPa at mean gas pressures of 10.668, 27.287, and 48.966 kPa, 
respectively. As shown in Figure 15, these amplitudes correspond to 12.98, 23.3, and 


23.2% of mean gas pressure. 


From Table 1, the temperature differences across the stack are from 176 to 
732 С, from ће lowest to the highest mean gas pressure. These temperatures 
correspond to temperature differences from the wall to the center of the cold heat 
exchanger of 0.9 to 137 C and temperature differences from the wall to the center of 
the hot heat exchanger of 0 to 24.9 "C. 

As shown by Figure 16, the T, / T, ratios change from 3.71 to 222 for a 
8.128 cm plunger position. This represents а Т, / T, ratio decrease of 4096 from the 
lowest to the highest mean gas pressure. The T, / T, ratios change from 3.76 to 2.164 
for a 10.688 cm plunger position. This represents a T, / T, ratio decrease of 42% from 


the lowest to the highest mean gas pressure. 


From Figure 17, the y,/d, ratios for the cold heat exchanger change from 0.661 to 
1.124. This represents a y,/d, ratio increase of 88% from the lowest to the highest 
mean gas pressure. The y,/d, ratios for the hot heat exchanger change from 0.222 to 
0.579. This represents a y,/6, ratio increase of 161% from the lowest to the highest 
mean gas pressure. From Figure 18, the y,/d, ratios for the stack change from 0.563 to 
1.252. This represents a y,/Ó, ratio increase of 122% from the lowest to the highest 


mean gas pressure. 
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From Figure 19, the &x/ A x,, ratios for the cold heat exchanger change from 
0.684 to 2.224, from the lowest to the highest mean gas pressure. The peak 
displacement amplitudes are as much as two times the heat exchanger length. Also, 
the peak-to-peak displacement amplitude at the lowest pressure is as long as the heat 
exchanger length. For the hot heat exchanger, the €,,/ A x,, ratios change from 0.473 
to 1.541, from the lowest to the highest mean gas pressure. The peak displacement 
amplitudes are as much as one and one-half times the heat exchanger length. Again, 
the peak-to-peak displacement amplitude at the lowest pressure is as long as the heat 
exchanger length. For the stack, the 5,/ A x, ratios change from 0.186 to 0.604, from 
the lowest to the highest mean gas pressure. The peak-to-peak displacement 


amplitudes, except for the lowest pressure, are as long as the stack length. 
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versus mean gas presssure. 
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Figure 16 - Ratio of center of hot heat exchanger temperature to center 
center cold heat exchanger temperature versus mean gas pressure. 
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Figure 17- Ratio of heat exchanger plate half separation to thermal 
penetration depth versus mean gas pressure. 
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Figure 18 - Ratio of heat exchanger plate half separation to thermal 
penetration depth versus mean gas pressure. 
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Figure 19 - Ratio of peak displacement amplitude to stack or heat 
exchanger length versus mean gas pressure. 
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V. SUMMARY, CONCLUSIONS, AND 
RECOMMENDATIONS 


А. SUMMARY 


The goal of this thesis is to investigate the experimental heat exchanger 
performance in a thermoacoustic prime mover filled with neon gas. The experimental 
approach is to measure the pressure ratio, the steady state waveforms, and the 
temperatures for heat exchangers lengths of 0.257, 0.569, and 0.82 cm for a variety of 
mean gas pressures. À temperature gradient is established across the stack by keeping 
the cold heat exchanger submerged in liquid nitrogen and the hot heat exchanger near 
ambient temperature. The prime mover is designed to achieve very high acoustic 
displacement amplitudes with modest heat flows. Measurements are made at mean 
gas pressures of approximately 1.5, 8.8, 10.9, 27.6, and 50 kPa and plunger positions 
of 8.128 and 10.688 cm. The signal waveforms and spectra generated by the prime 


mover are also reported. 


The overall results can be summarized as follows. Acoustic pressure amplitudes 
as high as 29% of mean gas pressure are generated by the prime mover. As the mean 
gas pressure increases, the pressure ratio increases for all heat exchanger lengths as 
the penetration depth approaches optimum value for this prime mover design. The 
shorter 0.257 cm long heat exchanger has higher acoustic pressure amplitudes at low 


mean gas pressures when compared to the longer heat exchangers. 


There are three possible effects that may explain this behavior. First, the heat 
flows are small at low gas pressures, P,,, and so the limited thermal conductance of 
the shorter 0.257 cm heat exchanger is not a problem as it is at higher gas pressures 
and heat flows. Secondly, the acoustic losses for the 0.257 cm heat exchanger are the 


lowest of the three heat exchangers, which should increase the amplitude. Lastly, the 
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larger value of 6, at low gas pressures decreases the y,/d5,, and thus the effective 
thermal diffusion distance from gas parcel to heat exchanger plate. This tends to 
corroborate Hofler’s hypothesis that the short heat exchangers with (Ax,,/ &,) <1, 


may be thermally effective if (y,/ 5.) < 1. 


In theory, heat exchangers are assumed to be isothermal. However, a pronounced 
radial temperature difference of as much a 9.2, 27.6, and 13.7 C in the cold heat 
exchanger and 32.5, 11.9 and 249 C in the hot heat exchanger for lengths of 0.257, 
0.569, and 0.82 cm, respectively, are generated at a mean gas pressure of 50 kPa. This 


difference results in radially varied thermal penetration depths. 


The T; / T, ratio ideally is constant. However, experimentally, it is not. This ratio 
decreases by as much as 56%. This decrease is primarily due to the cold heat 
exchanger. Its temperature is not constant. On the other hand, the hot heat exchanger 


temperature is nearly constant. 


The y,/5, ratios are similar in slope for the hot heat exchangers, for all the heat 
exchangers lengths, and increases approximately by 160% from the lowest to the 
highest mean gas pressure. However, the y,/6, ratio for different cold heat exchanger 
lengths increases between 35 to 88% and has different slopes with increasing mean gas 
pressure. Similarly, the y,/5, ratio for the stack increases by a much as 122%. The 6, is 
decreasing with increasing mean gas pressure which decreases the effective distance 
over which heat can diffuse transversely between a gas parcel and the heat exchanger 


plate. 


The peak displacement amplitudes for the 0.257 cm long heat exchanger are as 
much as two times the heat exchanger length at the lowest mean gas pressure to as 


much as five times the heat exchanger length at the highest mean gas pressure. 
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Overall, the peak-to-peak displacement amplitudes are bigger than any of the 
heat exchanger lengths even at the lowest mean gas pressure. For the stack, the 
peak-to-peak displacement amplitudes are as long as the stack length, except at the 
lowest mean gas pressure. The displacement amplitudes increase with increasing 


mean gas pressure for all heat exchanger lengths. 


B. CONCLUSIONS 


Several conclusions can be drawn from these results. The first conclusion is that 
the longest heat exchanger generated the largest pressure amplitudes. Secondly, the 
theoretical equations need to take into account the radial temperature gradient in the 
heat exchangers. The final conclusion is that the heat exchangers generate large 
pressure amplitudes even though the peak-to-peak displacement amplitudes are much 


larger than the heat exchanger lengths. 


С. RECOMMENDATIONS 


In order to better understand the thermoacoustic process, there is a need for more 
theoretical work to be performed to understand these experimental results. It is 
uncertain at this point what is the optimum heat exchanger length. However, several 
recommendations are proposed as follows: 
€  Keepthe T, also constant and as low as possible. 
€ Measure heater powers carefully for all data points. 


e Use cold heat exchangers of smaller y, so that y,/d, is similar for both hot and 
cold heat exchangers. 
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APPENDIX A - PRIME MOVER SPECIFICATIONS 


1.621" Nom. 
1.485" Nom. 


N 
К 
| 
N 
М 
М 
3 
К 
Q 
N 
M 
M 
M 
1 
M 
Ц 
M 
% 
3 
К 
N 
M 
Ы 


А-1. Оррег Tube Copper Section 





Drill 0.062”, 8 pl, Eq. Sp., 
located between bolt holes 


Drill 0.172”, 8 pl., Eq. Sp. 
2.500” + 0.002” Bolt Circle 


| O-ring Groove for Parker 


2-031; 1.739" LD. x 0.083” 
Section A - A W x 0.050" D. i 


Note: Stress relieve part before finish cutting 


A-2. Upper Tube Attachment Copper 
Plate 
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Drill 0.250" Dia. 


Drill 6 holes, 0.172" Dia, Eq. Sp., 
1.925" В.С. 


Drill 2 holes, 0.375” dia. 


2.500" 
Т 0.475" 


ауа 


—> 0.45" 


+0.000, 
| 485 0005 


A-3. Upper Tube Copper End-cap 





ЈЕ 


Split clamp along centerli 
after fabrication and surface cut 


Z 
Drill 6 holes, 0.172 ae 


"Dia.,Eq Sp., 1.925 "B.C. 


Drill & tap 2 holes, 10-32, 
centered in plate, after splitting. 
Clearance drill 0.200" through 
remaining half. Drill both halv 
starting from splitting surface 


A-4. 6061-T6 Al Upper Tube Cap 
Clamp 
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Drill 0.125" dia. 
x 0.470" dp. 
Then drill 
through, 0.020" 
dia. 


Dp. 


3 
о 
5 
= 
š 
= 
a. 
б 


5 
© 
8 
5 


O-ring Groove for A 
Parker 2-028, 0.095" 
W. x 0.052" Dp. 


Tolerance: +0.002" 
Note: Stress relieve part before finish cutting 


A-5. Movable Plunger 
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6 Heat Exchangers Total: 
Two 0.1035" in length, 
Two 0.224" im length, 
and Two 0.325" 

in length. 


Each plate is 0.01" in width, 
and plate separation is 0.02” 


A-6. Copper Heat Exchangers 
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m 0.172", 8 Holes, Eq. 


"+ 01002 "Bolt Circle 
2.900" 
= 485^ 00 шэг 
— | O-ring Groove for Parker 


2-033; 1.989 "LD. x 
1.56" 0.083 "W x 0.050 "D. 


Note: Stress relieve part before finish cutting 


A-7. Hot Heat Exchanger 
Copper Holder 
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Four spacers total: 
two 0.1035" in length, 
and two 0.2235" in length. 


АИ РД 


A-8. Bronze heat exchanger 
spacers 
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Cut in half before boring 

center 
Drill & tap holes 10/32" 
and center 


= 2.900" 


O| T TOF 


Drill holes 0.246" Dia, 
centered, for heating 
cartridges 


A-9 . Heat Copper 
Collar 
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Wood Stack core: 
0.25" Dia. & 0.9955" length 


А 

ГГ 
М 
Um Luv 52 P 


ATR? 

к 

EY 
Re 


A-10. Prime Mover 
Stack 





59 


3 
Ë 
3 
3 
5 
Ё 
> 


Z5 


Stack Holder Ends, Type 304 


Stainless Steel, 2 Req'd 


A-11. Stack Holder 





Drill 0.172", 8 Pl, Eq. Sp., 
2.500" + 0.002 "B.C. 


НАЈ | 
1.485 0,000 


Note: Stress relieve part before finish cutting 


A-12. Cold Heat Exchanger Copper Holder 
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Drill holes 3/16 °, 
Eq. Sp. 3.250" « 0.003" В.С. 


Menge S 


Note: Stress relieve part before finish cuttng 
A-13. Cold Heat Exchanger Copper 
Skirt 
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re 


A-14. Skirt Copper Fingers 





Drill 0.150^, 6 pl., Eq. Sp., 
3.250" roor EC. P 


5.76" 


с = “ Dia. 0.50" 


Tü ш 
| T NUN 


A-15. 304 SS Engine Support On Dewar 





Drill 0.172", 8 pl, Eq. S 
2.500" "+ 0.002 "B.C. a 


2. Cut reducer section according to 
attached table. 


| 


дшш me 


A-16. Lower Reducer 
Copper Flange 


D 
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1:25 Nom. |- 


1 
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А 


тт” Ағ а” АР АР а? АР Ағ А” Ағ А? Ағ Ағ Ағ А” Ағ А” А? А” АР т” Ағ 4 


9 





3 
3 
E 
Іш 
8. 
5. 
© 
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E 
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Ф, 
Ё 
© 
= 
~ 
D 
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Ч 
$z 
qe 


1 


Б.2-4--4-4-4-4-4-4-4-4-4-2-424-4224.4.43434342423 


|4.4-4-4-4-4-42С4444-44434343222222222 


A-19. Lower Big Copper Tube Section 
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- 226T 
ae. s 2.124" 


45 degree angle from outer 


to inner wall 


A-20. Lower Tube Copper 
End-cap 
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APPENDIX B - PLOTS OF WAVEFORMS AND SPECTRA 


OF SOUND GENERATED BY PRIME MOVER 


"Bd +64'8 JO ә1іп5<әлі $еб ирәш в 
ye WI ZG7'0 10 ЦІбиәј зәбиецохә їевөц е бицєп зөлош 
өши4 өц) Ад рэрвлэцөб рипов өц) Ј0 шлојелем рив шплзедс -|'а 


UIO ` Səs | O ` O 


И ТИ 


i i 









ad] 
Е 


ul 
| AE ге 
сэх ГЖ SNI 
OG рх 
he 2 E! 


O'T 





i 1 i | : = 
| | 

! : а ^ 

: еә 





AT 8.128 cm PLUNGER POSITION 


I бен 
| l — боз 


| | | | _ 
i | | | | | i | | | 
ишпен атлозо 79385 НОШЕН 
2,4 G'eZr-uJ ж% га'р=сн! шдтво'дг=ед 
ZH 6:227т-ух 


70 


"ам 26001 10 өн55914 586 ивэш e 
е шә /сСг`0 Jo чубчә| лэбчецохе цеэц e Bujsn әлош 
awd ayy Aq рэелэиеб рипо$ ецј ј0 шлојелем pue uinjjoeds -2'8 


"o: 99S = о” 





1 

| 

| 

| 

| | | | ЖО: ос 
| TI iTi SNI 


мес? 


9 
d 





1 | 4 
| | 
| | ! | 
| | | | | = 
| | | | | i | Head 
| | | | | | | ағыз 
| | | | | | | | ЗЕДІ 
| | | | | | | 1Ё л, БА 
| ! | i | ВЫ | 
| | | | i | |. | — uj 
| | | | | | | | |,2 еве 
чиен адтлочо | TOS3dS HZJMOd 
ZH 6'TZr-UJ X r6'G-OIUHlI шгвов'Ррр=ед 
ZH T T/T=X 


71 


ва 29`/2 10 ә1П$$Ә10 $86 ивэш в 
18 шо /92:0 JO ulBuəl 1әбцецәхә 1вәц e Husn лэлош 
Əuiud əul Áq рэзелэцэб рипо$ ец} 0 шіоҙәлем рив шпдоәас -с'9 


то" а 93S - O ` 


ү CO 
Ёс. 









| | | | | 1 | | | joot 
Bb rae LENT 


меб ә ZH ов А рха 
[ост 





^ 
өөс, 


— Во 


; | + — wu 
| | | | | си саг 
Uter ЯАтлохо , това5 намода 


zH 20 6ӨТ-Ч4 ж 6ГЕ-Ссні шсво”вст-ед 
24 з зотех 


| 


| | вен 
| 
| 


| 


еах 21`05 JO ainssaid 686 ивэш e 
18 ШО 76270 10 ulBuəl saHueyoxa jeay e Husn әлош 
aud ay) Aq pajeioue6 punos 94110 шіоҙөлем рие шпдоәсіс -ға 


но: а 


| | | 


| | | 


93S O` O 
ul 
Oct-— 





теөн 





| 

| | 

ЭР. : — 
| | 

| | | | ш 

| |огеЕ 

TAWIL 15М1 
Za i. | OG рхы 





F 
| 
| 
| 
i 
| 
! 
! 


| 
| 
| 
| 
| 
| 
| 





005 


чиен атло%о това5з намоа 


24 аз'гат=цч X г3'2е=-анл шгбва:овг-=ед 
2н 6291-х 


73 


ая 2878 JO әлпссәкі веб ивеш в 
18 ШО 6960 30 Ч)биэ| зөбивцэхө ївэц 8 биѕп лелош “ 
eund eui Áq peje1eueD punos eui jo urj0jeAe^ pue uinijoeds -s:g 
но: а 99S O'O 
| | | | | | | 1 | | E 





= те ән 


W 
4 ЛО ӨТ 
TIWIL LSNI 


пах тее. zH ов А рхы 
O'T 


Ё ^ 


BEN 
2 5071 
| ul 
; | OOS 
uueH CIT AO%O | LOIdS HIMOd 


лшбтесо”Ө-ед 
ZH Z°ELT=xX 


74 


"ed 16'01 Јо олп55о1д 566 ивэш в 
16: ШЭ 69870 10 Ч1биеө| зөбиецэхө yeay e Buysn seAow 
Əuulid əul Ла рәтеләмәБ рипов әці 10 шлојелем рив шплзедс -9'8 
но а 99S O` O 
| | | | | Jw 








ш 
О 
a 
ео Т ZH OG 2 
О 





GEN 
= боч 


тай 
í : i -00G 
очен dTAOXO с Намаа 
лЛлшШТӘТР ССсе-еед 
ZH ест/тех 


75 


"ая 18:12 (0 91166914 веб ивәш е 
16 w 69870 10 ч)биө| зөбивцэхэ jeeu e Husn зөлош 
euind өц; Ад рәјезәиәб рипоѕ әці JO u10JeAe^ pue uinjjoedsg -/ 8 
О’ в Səs O ` O 


| | | | | | | | | | Tun 









E т еәм 


ш 


{ 2 ОӨТ 


ASGO TT . ZH OG 2 PXH 
O° OUT 


А 
- ҮЗ ЖЭ 


Бер) 
6071 


ul 
| 2009 
TO3dS HIMOd 
ЛиБРё Өтүү-ӨедД 
ZH Z'€9re-X 


| | Ü 
сен стлозо 


76 


АХ 91:06 JO ainssoid sef ивәш e 
18: ШЭ 69600 10 Ч1бие| згөбиецэхө }вәц е бицєп зөлош 
euinid euj Áq poejejeuo punos ou] Jo UNOJƏABA pue uingjoeds -g:g 
Шо ‘е S ss O ` O 
| | | | ! | | I | 


са 
= 


- їэөн 





Ww 
TƏWIL ISNI 
LESSE ZH | енд "^з 


i ' O` OL 


: і å 
ичен атлоз»о 


AUg88S S 


ul 

à; JO 
103ds на 
: 

214 ёст 


вах 9188 (0 91155944 веб ивәш в 
8 шо 2870 10 Чч)бие| зөбивцэхө ївөц в биј5п лалош 
әшиа әш Ха рәуеләиәб рипов әці 0 шіоҙәлем рив шпдэгдс -6:g 








шо B Das O ` O 
ul 
Е „А 2 16-ге- 
| | 
^ 
= те ән 
uj 
' 1 1 ' l | | i | (О 7 ВЕ 
TAWIL LSNI 
Рет ов А рха 
O r 
| | -1 
| 
| | | Д ^ 
| | | | мева 
| | | 21 
| | | бем 
i = BOT] 
14: 
| | — UJ 
| | | | | | | | ооб 
ччен dr^Ooxo 70945 HIMOJ 
ZH T'’'69T=U4 X 86'2Е=ани Uges OPES 


78 


"ed 8680110 әп55әлі 566 ивэш 2 
12 шо 28'0 10 ујбиој зөбиецэхө їеөц е биця5п зөлош 
eund eui Ад pəle1əuəB punos əul JO ииорэлем рив шпдээ4с -01:8 
"o Səs ӨЕ о 


| | | | | | | | | | 10-ов- 












| ^ 
| ; 
| = теон 
| ul 
i i і | | | | | | AO'O 
| TƏWIL LSN 
часта : т 214 Оз 5 Бха 
| | 
| Б 4: 
' ' | | | 1 
! | | | | ^ 
| | | = 
! | | | 
| | | | бен 
| | | | 1 Боз 
| | | 122 7 
| | | | | | | | | | Joos 
чиен UdTAOXO ,  "OSdS намоа 
zH TrT'69retuJ * GO'Z-]0HlI UgeGz'g8etbt-eA 
ZH T°69T=X 


79 


"Pd 29472 Jo einssejd 586 ивәш е 
18 шо 28:0 10 Чї бие) зөбивцэхө ївөц в биү5п Aow 
әшү;а әці Ад рәјеләиәб рипоѕ әці јо шлојәлем рие unajoeds -LL'g 
шо: а Səs O ` O 


| | | | | | | | | | О 





геөн 


ш 
| о оге 
TAWIL LSNI 
ASO p” ZH OG рх-і 
| ! 
| ОСОТ 


^ 
чеэа 


беу 
бо 


L S 


| 
| 
x 
| 


== — -— — А F rF-—.—. 


| 
| 
| 
| "о 


| | | | | | oos 
очен атло%о ,  vTOS3dS H3MOd 


н G9rY-UJ ^6 vt€'Z-gdHlI шдое'влате=ед 
Н сөт=х 


110) Sg 


"ed 66:69 10 ө!155914 586 ивэш 8 
16 Шо 28:0 10 Ч1бие| зөбивцэхө 1jeeu e биј5п лелош 
ошпџа ец; Ад ројвлеџоб рипов ец! ј0 шлојелем рив шпл2едс -2|'8 


| | | 





| 
TAWIL 






1 I | | 


i | i aj 
чиен атлозо тоза5 ы 
4 


zH G9r-UuJ % 29'S=0HL wages” 


es | ойо 


— 


=) 





4 


їеөн 


Ш 
ООР 
LSNI 


OS A px - 


О ` ОТ 


81 


10. 


11. 


12 


13. 


14. 


LIST OF REFERENCES 


Swift, G. W.,"Thermoacoustic engines,"J. Acoust. Soc. Am. ,Vol. 84, 1145- 
1180,1988. 


* 


Wheatley, J., Hofler, T. J., Swift, G. W.,and Migliori, A.,"Understanding some 
simple phenomena in thermoacoustics with applications to acoustical heat 


engines," Am. J. Phys. ,53,147-162,1985. 


Wheatley, J., Hofler, T. J., Swift, G. W.and Migliori, A.,"An instrinsically 
irreversible thermoacoustic heat engine,"J. Acoust. Soc. Am. ,Vol 74,3153-3170,1983. 


Wheatley, J., Swift, G. W., and Migliori, A.,"The Natural Heat Engine,"Los Alamos 
Science,Fall 1986. 


Hofler, T. J.,"Effective heat transfer between a thermoacoustic heat exchanger and 


stack,"J. Acoust. Soc. Am.,Vol 94(3) Pt.2,1993. 


Carslaw, H. S., and Jaeger, J. C.,"Conduction of heat in solids,"Eq.4, chap. 3,2nd 
edition,Oxford University Press,1993. 


Model CIR-1024, Chromalox USA, Pittsburgh, PA 

Model 740, Keithley Instruments Inc., Cleveland, OH, 44139 

Model 22250, Hewlett-Packard Company, Palo Alto, CA 94304 

Model CN9000, Omega Engineering Inc., Stamford, CT 06907 

Model 5530, Techron Division of Crown International, Inc., Elkhart, IN 46517 
Model 8530C-15, Endevco, San Juan Capistrano, CA 92675 

Model 3562, Hewlett-Packard Company, Palo Alto, CA 94304 


Model 7440A, Hewlett-Packard Company, Palo Alto, CA 94304 


82 


15. 


16. 


17. 


Model 3457A, Hewlett-Packard Company, Palo Alto, CA 94304 
Gaitan, D. F., and Atchley, A. A.,"Finite amplitude standing waves in harmonic 


and anharmonic tubes,"]. Acoust. Soc. Am., Vol 93,2489-2495,1993 


Type 29, GC Electronics, Rockford, IL 61101 


83 


INITIAL DISTRIBUTION LIST 


Defense Technical Information Center 
Cameron Station 


Alexandria, Virginia 22304-6145 


Library, Code 52 
Naval Postgraduate School 
Monterey, California 93943-5002 


Professor Anthony A. Atchley, Code PH/Ay 
Department of Physics 

Naval Postgraduate School 

Monterey, California 93943-5000 


Professor Thomas J. Hofler, Code PH/Hf 
Department of Physics 

Naval Postgraduate School 

Monterey, California 93943-5000 


Professor William B. Colson, Code PH/Cw 
Chairman, Department of Physics 

Naval Postgraduate School 

Monterey, California 93943-5000 
Commander Naval Surface Force 

N00 

U. S. Atlantic Fleet 

Norfolk, Virginia 23511-6292 


84 


7. 


LT. Nelson Castro 

Class 132 

SWOSCOLCOM 

446 Cushing Rd. 

Newport, Rhode Island 02841-1209 
Mr. Martin Castro 

2342 Florida Dr. 

Deltona, Florida 32738-3154 

Mrs. Teresa Koontz 

829 Old North George Washington Highway 
Chesapeake, Virginia 23323-2208 


85 

















DUDLEY KNOX LIBRARY 


NAVAL POSTGRADUATE SCHOO! 
МОМТЕР СА "79435107 





Р GAYLORD s 


DUDLEY KNOX LIBRARY 


HEL МВА 


3 2768 00310813 5 


“Казу 
“.." 
Н 


A NP vci 
"Ns 
2 





